December 1, 1967 


ALTERNATIVES FOR 

MAINTENANCE OF CARDIOVASCULAR REFERENCES 
SECTIONS II C(3) AND: II C(4)-SCOPE OF COVERAGE (April 25, 1967) 


Maintain a manual card file of pertinent citations, 
arranged alphabetically by primary author. 

Maintain a manual file of xerox copies of pertinent 
documents, arranged alphabetically by primary author. 

Maintain a manual file of microfilm copies (aperture 
cards) of pertinent documents, arranged alphabetically 
by primary author. 

Keypunch citations -md store on magnetic tape; pre¬ 
pare a permuted index of the titles. 

Design and Programming 

Computer Input 

Computer Output. Includes a permuted index of 

the titles and a serial listing of all documents. 

When there are 1,000 documents 

VJhen there are 5,000 documents 

When there are 20,000 documents 

These costs provide for one run of the 
permuted index and serial listing at 
the end of a ten month period. Earlier 
printouts according to the above schedule. 

Assuming an input of 500 documents per month, the cost 
to operate the system for the next ten months would be 
approximately $ 5000.00. 


$ 0.85/document 
$ 1.85/document 
$ 2.14/document 


$ 2500.00 

0.69/document 


$ 330.00/run 
$ 1650.00/ran 
$ 6o00. Co/ run 



Source: https://www.industrydocuments.ucsf.edu/docs/yffj0000 
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